From: Butt, Ellen (DPH) 

Sent: Thursday, December 07, 2006 3:18 PM 

To: Borne, Alan (DPH); Borne, Paul (DPH); Cavaleri, Lori (DPH); Chen, Karen (DPH); Conley, 

Caryn (DPH); Corbett, Kate (DPH); Crowell, Danielle (DPH); DiNatale, Margaret (DPH); 
Doran, Tara (DPH); Escott, Shoolah (DPH); Frasca, Daniela (DPH); Gao, Xiu (DPH); 
Gauthier, Cheryl (DPH); Gianferante, Matthew (DPH); Gonzalez, Yvonne (DPH); 

Hannon, Bruce (DPH); Capps, Elizabeth (DPH); Jean-Baptiste, Ismaelite (DPH); Jones, 
Shirley (DPH); Konomi, Raimond (DPH); Laflamme, Melissa (DPH); Noddin, Linwood 
(DPH); O'Brien, Elisabeth (DPH); O'Connor, Callie (DPH); Parrin, Janis (DPH); Piro, Peter 
(DPH); Renczkowski, Daniel (DPH); Richards, Joel (DPH); Salemi, Charles (DPH); 
Saunders, Della (DPH); Seide, Stacy (DPH); Serrell, Rebecca (DPH); Sprague, Shirley 
(DPH); Stevenson, Allan (DPH); Stowell, Marcia (DPH); Tan, Zhi (DPH); Thaice, Charleen 
(DPH); Westerling, Judith; Wyndham, Susan (DPH) 

Cc: Pribeck, Kristen (DPH) 

Subject: Reminder - 2006 Bloodborne Pathogen and Biosafety training 


This is to confirm that a seat has been a reserved in your name for Monday, December 11,2006 to attend the SLI 2006 
Bloodborne Pathogen and Biosafety training from 10:30 - 12 Noon at the State Laboratory Auditorium. 

Ellen M. Butt 

Training Program Coordinator 

Staff Development and Training Programs 

Department of Public Health 

250 Washington Street, 2nd Floor 

Boston, Massachusetts 02108 

617-994-9824 

Ellen.M.Butt@state.ma.us 
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